



Quik/Sert 


THE MOST ADVANCED LINE OF SOCKETS, CARRIERS AND CONTACTORS 
FOR TRANSISTORS, I.C.’s AND OTHER MINIATURE DEVICES 


For production, test, aging and bread- 
boarding applications, Barnes offers more 
than 3,000 standard sizes, configurations 

Quik/Sert SERIES'MD “FLIP-TOP” SOCKETS 
FOR ALL STANDARD I.C. FLAT PACKAGES 



and materials . . . designed for fast mount¬ 
ing, rapid device insertion, long life and 
high contact reliability. 


Quik/Sert SERIES 029 PROTECTIVE CARRIERS AND 
CONTACTORS FOR ALL STANDARD I.C. FLAT PACKS 



Simple, fast loading; snap open, insert I.C., close and latch socket. 
Forces on leads uniformly distributed. No strain on body/lead 
junction. Barriers between leads give positive separation and auto¬ 
matic device positioning. Sockets can be hand wired, dip soldered, 
wire wrapped, or used as a carrier with RD-86 mating connector. 
MD-100 Series is designed to accommodate new flat packs that may 
be developed, without substantial tool charges. 


BODY: MD-50—filled polypropy¬ 
lene for operat ron to 125°C; 
MD-70 to 175°C; MD-100 to 

150°C or 200°C. 

PACKAGES ACCEPTED: MD-51 & 
MD-71—V8"xVi" package; MD-55 
& MD-75 — WW4" & V4"x%" 

packages. All accept up to 14 
lead devices, flat leads up to 
0.025" wide. MD-100 accepts W' 


to 1" package widths and up to 
—4Cr leads. —- 

CONTACTS: Spring temper, wip¬ 
ing type. Ni/Au plated Be Cu. 
Resistance less than 0.01 ohms. 

LIFE: Up to 50,000 insertions. 

MDP SERIES: Sockets available 
mounted on 15 pin P.C. board. 


Series 029 carriers fit standard I.C. flat-packs, providing fast, simple 
loading. Barriers between leads give positive separation for 14 
flat or preformed leads. Device is locked by positive clip. Carriers 
also serve as disposable shipping/test containers. 

Carriers are inserted or removed from contactors with a simple 
push-pull, one-hand action, and held in place by stainless steel 
latch covers. Contacts provide uniform low resistance contact. 
Won’t scrape or mar leads. Contactors are available for other 
carriers, including Model 029-017 for Fairchild carriers, and Model 
036-011 for Westinghouse carriers. Model 029-090 provides full sup¬ 
port for carriers ancTexcels in fife test operation. 


BODY DIELECTRIC: Standard op¬ 
erating temperatures —65°C to 
125°C continuous, optional for 
150°C or 200°C. 

PACKAGES ACCEPTED: 

and Vs" wide, with up to 14 flat 

or preformed leads. 


CONTACTS: Spring temper, wip¬ 
ing type. Ni/Au plated Be Cu. 
Resistance less than 0.01 ohms. 

CONTACTOR LIFE: Up to 100,000 
insertions typical. 


Quik/Sert SERIES 030 SOCKET BREADBOARDS 
FOR “TO”, FLAT-PACK AND DUAL-IN-LINE I.C.’s 


Quik/Sert MODEL 037 SEMI-AUTOMATIC HANDLER 
FOR TESTING ALL STANDARD I.C. FLAT PACKS 



Barnes Series 030 Bread¬ 
boards are available in a 
variety of configurations 
to accommodate multi-lead 
“TO" packages, flat pack 
or dual-in-line integrated 
circuits. The breadboard/ 
test assemblies permit the 
rapid interconnection of 
integrated circuits for circuit evaluation and power testing. Using the 
boards, the same integrated circuits may be used repeatedly to evaluate 
commonly used circuit designs. 


BOARD CONSTRUCTION: .062" 
G-10 epoxy glass. 

TEMPERATURE RANGE: — 65°C 
to 125°C. 

POWER CONNECTIONS: Power, 
input and output busses run 
the full length of board with 
two connections on each buss 
for each socket position. 

EDGE CONNECTORS: Elco Series 
5001. 

INTERCONNECTIONS: Two alter¬ 
nate designs are available—for 
hard wiring or plug-in jumper¬ 
ing. 

Units designed for power aging 


have turret lugs connected to 
each socket terminal and the 
power busses for soldered in¬ 
terconnections. 

On breadboard units, spring 
jacks for removable jack cord 
interconnections are connected 
through printed wiring to the 
device pins and busses. 

SOCKETS: MF Series for “TO” 
packages; MD-50 Series for flat- 
packs; MG style for dual-in-line 
packages. 

SPECIAL BOARDS: Available on 
order to match your specifica¬ 
tions. 



The Model 037 Handler 
was designed to facilitate 
the rapid testing of flat 
package integrated circuits 
in carriers, as well as the 
new dual-in-line packages. 
The 037 features quick, 
easy, semi-automatic 
handling of packages in 
Barnes and all other commonly used carriers, for Quality Control 
testing, Incoming Inspection, Laboratory Analysis and Special Test¬ 
ing. The unit is foolproof, and designed to include options for further 
automation, including magazine loading and unloading, and classi¬ 
fication sorting. 


Cycle rate for the 037 is 1 to 3 seconds. Interchangeable test heads 
are used, which allow rapid consecutive testing of circuits in various 
carriers. Test heads are standard Barnes contactors which feature 
Nickel/gold plated Beryllium copper wiping type contacts. 


QUALITY CONTROL: For quick 
checks on small or large quan¬ 
tities of flat packs. 

INCOMING INSPECTION: For the 

I.C. user requiring in-house 
quality assurance. 


LABORATORY ANALYSIS: A new 

tool for the engineer in writing 
device and circuit specs. 

SPECIAL TESTING: The quick 
set-up answer to limited pro¬ 
duction run problems. 





















Quik/Sert SERIES MF SOCKETS 
WITH EXTRA-LARGE ENTRANCES 
FOR MULTI-LEAD “TO” PACKAGES 


Pyramidal entrances permit fast insertion 
of multi-lead devices, with no lead scrap¬ 
ing or deformation. Designed for produc¬ 
tion, test and breadboarding. Available in 
6, 8, 10, 12 and 14 lead arrangements. 

STYLES & TERMINALS: Chassis mounting 
—straight barrel terminals with/without 
soldering hole; P.C. board mounting—off¬ 
set wire terminals; carrier mounting on 
mating base—tapered end pins. 

BODY: Glass filled Nylon or Teflon FEP 
standard. Operating temperature: Nylon to 
150°C; Teflon to 200°C. 

LEADS ACCEPTED: 0.015" to 0.025" di¬ 
ameters; 0.30" to IV 2 " lengths. 

CONTACTS: Spring temper, wiping type. 
Nickel/gold plated Beryllium copper. Re¬ 
sistance less than 0.01 ohms typical. 

LIFE: Up to 50,000 insertions typical. 


Quik/Sert SERIES MA/MS TEFLON 
PRESS MOUNTING SOCKETS FOR 
TRANSISTORS & “TO” CASED I.C.’s 



Largest single line of high-quality, long 
life sockets for TO’s, transistors and other 
miniature components. Also in-line, high 
frequency, aging rack, P.C. and power tran¬ 
sistor sockets. Extremely low capacitance/ 
loss factor. Easy-insertion chamfered en¬ 
trances. Polarization notch on all sockets. 

MOUNTING: Compression fit in round hole 
or use with mounting saddle. Long Or short 
guide tubes. 

BODY: Teflon TFE for continuous opera¬ 
tion from —65°C to 200°C. 

LEADS ACCEPTED: 0.015" to 0.025" di¬ 
ameters, minimum length. 

CONTACTS: Spring temper, wiping type. 
Nickel/gold plated Beryllium copper. Ter¬ 
minal Ni/Au plated brass. Resistance less 
than 0.01 ohms typical. 

LIFE: Up to 100,000 insertions typical. 


Teflon - DuPont tm 


Quik/Sert SERIES MG/MGR/MGT 
EXTRA-COMPACT TEFLON SOCKETS 
FOR MULTI-LEAD COMPONENTS 



Featuring compact size, insertion ease, 
rapid mounting and positive lead reten¬ 
tion. For transistors, tubes, I.C.’s and mod¬ 
ules with 3, 4, 5, 6, 8, 10, 12 or 14 leads. 
MGR has very low profile above P.C. board. 

STYLES & TERMINALS: MG—press fit 
chassis mounting, straight barrel termi¬ 
nals with/without soldering holes; MGR— 
dip solder to P.C. board, expanded circle 
ribbon terminals; MGT—press fit mount¬ 
ing, tab type terminals for dip/wave sol¬ 
dering. Straight or offset terminals. 

BODY: Teflon TFE for —65°C to 200°C 
operating range. 

LEADS ACCEPTED: 0.015" to 0.025" di¬ 
ameter; % 2 " minimum length. 

CONTACTS: Spring temper, wiping type. 
Nickel/gold plated Beryllium copper. Re¬ 
sistance less than 0.01 ohms typical. 

LIFE: Up to 50,000 insertions typical. 


Quik/Sert RELAY TEST SOCKETS 
FOR PLUG-IN TESTING OF RELAYS 

AND OTHER COMPONENTS 


For round or crystal can relays, switches, 
transformers, circuit modules, etc. Special 
floating contacts assure proper seating, 
allow for minor irregularities. Choice of 
single or dual mutually insulated contacts. 

TYPES & MOUNTING: More than 300 stan¬ 
dard types and configurations. Integrally 
molded aluminum flange for sturdy mount¬ 
ing. 

BODY: Vinyl for operation from —25°C to 
105°C; Teflon FEP for —65°C to 200°C; 
Polycarbonate for —35°C to 125°C; Filled 
Epoxy for —35°C to 125°C. 

TERMINALS ACCEPTED: All types of sol¬ 
der-terminals; solder hook, cane, flattened/ 
pierced, straight pins, turrets, etc. 

CONTACTS: Spring temper, wiping type. 
Nickel/gold plated Beryllium copper. Re¬ 
sistance less than 0.005 ohms typical. 

LIFE: Over 200,000 insertions typical. 





ALABAMA—Huntsville 

Beacon Electr. Assoc., 205-536-5065 

CALIFORNIA—Los Altos 

R. A. Banks Co., 415-WH 1-0900 
CALIFORNIA—Los Angeles 
Dyna Sales Co., 213-AN 8-1175 
CONNECTICUT—West Hartford 
Hale-Forden Assoc., 203-523-5323 
FLORIDA—Maitland 
Beacon Electr. Assoc., 305-647-3498 
FLORIDA—Fort Lauderdale 
Beacon Electr. Assoc., 305-564-4289 


ILLINOIS—Chicago 

Robert J. Kennedy Co., 312-NE 1-8283 
KANSAS—Overland Park 
Penzer Associates, 913-DU 1-0004 
MARYLAND—Silver Spring 
Paddock Joslow Co., 301-JU 9-6554 
MINNESOTA:—St. Paul 
Northport Engrg., Inc., 612-698-3841 
MISSOURI—Kansas City 
Florence & Meyer Co., 816-LO 1-7282 
NEW JERSEY—Mountain Lakes 
J. P. Dearie Co., 201-226-5614 


NEW MEXICO—Albuquerque 
Electronic Enterprises, 505-256-1585 
NEW MEXICO—Las Cruces 
Electronic Enterprises, 505-524-0126 
NEW YORK—Fayetteville 
M. P. Andrews, Inc., 315-NE 7-6405 
OHIO—Medina 
McShane, 216-725-4283 
PENNSYLVANIA—Devon 
Beebe & Aikman Co., 215-MU 8-5173 
TEXAS—Dallas 
Gillett Ind. Co., 214-EM 8-7567 


Quik/Sert SERIES RD/MGX 
MODULE TEST CONNECTORS FOR 
THIN FILM OR HYBRID DEVICES 



RD and MGX connectors save substantial 
time in testing printed/welded circuit 
modules, thin film or hybrid components. 
Special configurations, sizes and styles 
can be supplied in any quantity. Wide 
variety of standard types using grid or 
special arrangements with a minimum of 
0.05" spacing. 

STYLES & TERMINALS: RD and MGX— 
chassis mounting, solder type tubular 
terminals; MGRX—dip solder to P.C. board, 
offset ribbon terminals. 

BODY: Phenolic or Teflon TFE for contin¬ 
uous operation from —65°C to 200°C. 

LEADS ACCEPTED: 0.015" to 0.040" di¬ 
ameters, 0.08" minimum length. 

CONTACTS: Spring temper, wiping type. 
Nickel/gold plated Beryllium copper. Re¬ 
sistance less than 0.01 ohms typical. 

LIFE: Up to 100,000 insertions typical. 


Quik/Sert SERIES MR SOCKETS 
WITH INTERCHANGEABLE CAPS FOR 
KELVIN TESTING OF TRANSISTORS 



MR Sockets feature interchangeable caps 
that quickly and easily snap on a base 
socket, permitting a wide variety of 3 or 4 
lead TO-5 and TO-18 packaged transistors 
and light/medium stud packages to be 
tested. Caps are available with large cham¬ 
fered entrances for rapid insertion. 

MOUNTING & TERMINALS: Socket has in¬ 
tegral flange for chassis mounting. Ter¬ 
minals are flat tabs pierced for ease of 
wiring. 

BODY: Diallyl-iso-phthalate for operation 
to 200°C; Silicone resin to 300°C opera¬ 
tion. 

LEADS ACCEPTED: 0.015" to 0.040" di¬ 
ameters, Vs" to IV 2 " lengths. 

CONTACTS: Spring temper, wiping type. 
Nickel/gold plated Beryllium copper. Sili¬ 
cone body has Beryllium nickel contacts. 
Extremely low resistance. 

LIFE: Up to 50,000 insertions typical. 


Custom Sockets, Carriers and Contact Blocks can 
be quickly produced in any quantity to meet your 
requirements. Call your representative or write to: 



22 N. LANSDOWNE AVE. 
LANSDOWNE, PA. 19050 • 215-MA 2-1525 




























